Down in the canyon of the Sacramento 
River, 12 miles north of Redding, Shasta Dam, 
the highest spillway dam in the world is 
rapidly taking form. When completed, the 
dam will be 560 feet high, with a crest 
length of 3500 feet. Thickness at top 37 feet, 
and at base 580 feet. The reservoir area will 
be 29,580 acres, and length of lake 35 miles 
with a shore line of 350 miles. Storage 
capacity 4,500,000 acre feet. 
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